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17 November 1?5® 


’ffSCF.AUDi 1 '* rCRi Inspector General 




Functioning of the aiTK ? sporting r.yw Ua* 


1. As hairrsaa of the Critical a-murdoations awalttoe which 
developed the CRITIC Reporting fyeteia, I have become Quite cowerosd 
that the 'rati- Eystera is not carrying all of the critical intelligence 
bains reported to -ashington. In fact, the niTI-c fystem has been 
used very little in the past six weeks# 

2# The critical Comodcaticos ovsitte® has discussed this 
problem at length, and feel® that the CRITIC System is basically 
sound# It feels, however, that additional 'measures should be 
taken to brief field reporting ncrsonnel emersminf the ffysiem. 

one of the measures to improve this system, mah agency agreed 
to ask its field inspectors to inquire into and clarify the functioning 
of’ the systm during the course of visits to the field# 1 would 
appreciate it, therefore, if the rambers of yrar tail would add 
this matter to their chock list »hen visiting field etatioae. 

3. I would be glad to discuss if is matter in greater detail, 

With you and the -snabers of your Staff who are planning to make 
inspection trips, if such additional discussions w»uM be helpful# 


■4, K. TIIKHLA 

Assistant to the W/l 0 laming) 
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